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Oklahoma City, June 13 — An 
Oklahoma City plumber has 
sued President Johnson for more 
than $1,000,000,000, claiming the 
President was “careless, callous 
and negligent” when he ordered 
the Federal Aviation Agency to 
commence sonic boom tests over 
the city. 

Woodrow W. Bussey, in the 
U. S. District Court suit, asked 
$1,001,250,000- for mental, physi- 
cal and nerve damages. 

The FAA has been conducting 
sonic boom tests over Oklahoma 
City since Feb. 3 to gauge public 
reaction and measure property 
damage. There are up to eight 
booms daily. 

The U. S. attorney’s office 
said it doubted if the President 
could be sued legally in such a 
case but said the suit is under 
investigation. 

! In his suit, Bussey, 46, alleged 
he and his daughter, Julie, 5, 
have suffered mental, physical 
and nervous damage, protracted 
headaches, dizziness and instabi- 
lity and severe mental and phy- 
sical pain because of the booms. 

“Defendant (President John- 
son) by his callous disregard for 
the feelings of dogs, as well as 
children who suffered from his 
thoughtless acts, has shown 
isjunfit to make deci- 
sions as concerns others,” Bus- 
sey said in the suit. 



